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CORRIGENDUM TO VOL. 105, PART C, 1958 


Page 339, col. 2, 15th and 14th line from bottom: *... 


lies between 1:5 and 1:7’ should read‘... 


is about 1-7’. 


PA 


3. 


Declaration on Fair Copying.—Within the terms of the Royal Society’s Declaration on Fair Copying, to which The Institution subscribes, materi 
may be copied from issues of the Proceedings (prior to 1949, the Journal) which are out of print and from which reprints are not available. T 
terms of the Declaration and particulars of a Photoprint Service afforded by the Science Museum Library, London, are published in the Journ 

from time to time. 


Bibliographical References.—It is requested that bibliographical reference to an Institution paper should always include the serial number of f 


paper and the month and year of publication, which will be found at the top right-hand corner of the first page of the paper. 


should precede the reference to the Volume and Part. 


Example.—SmitH, J.: 


‘Reflections from the Ionosphere’, Proceedings I.E.E., Paper No. 4001 R, December, 1954 (102 B, p. 1234). 


This informatic 


